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Commonwealth vs. Mackendy Calice . No. 18-P-323 . The order 
denying the motion to withdraw admission to sufficient facts is 
vacated, and the case is remanded to the District Court for 
further proceedings consistent with the memorandum and order of 
the Appeals Court. 

Commonwealth vs. Richard R. Parker. No. 17-P-1125 . Judgment 
affirmed. 

Single Source Solutions, Inc. vs. Executive Office of Health and 
Human Services & another. No. 18-P-801 . Judgment affirmed. 






